SUBMITTED CLAIMS VERSUS APPROVED CLAIMS 





Percent of 

Diagnosis 

Claims Submitted 

Claims Approved 

Submitted 




Claims Approved 

Death with CTE 

126 

77 

61.11% 

ALS 

55 

37 

67.27% 

Alzheimer's 

475 

285 

60.00% 

Parkinson's 

165 

129 

78.18% 

Dementia 

1,771 

389 

21.96% 






